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DRAETED BY A/SY/OPS/T:CHDAUGHERTY:JW 
APPROVED BY A/SY/OPS/T:M H MUSSER 
A/SY/OPS/T - C PELCZYNSKI 
DESIRED DISTRIBUTION 
SY/OPS/EO 
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EM SECSTATE WASHDC 
TO AMCONSUL ERANKEURT 

CONEIDENTIAL STATE 106572 

EOR OIC/RTC FROM SY/OPS/T 

E.O. II652:GDS 

TAGS: ASEC 

SUBJECT: BELT SYSTEMS 

REF: MANUAL, BELT SYSTEM INSTALLATION AND MAINTENANCE 

1 . SY/OPS/T HAS RECEIVED AN APPROVAL REQUEST EOR THE 
INSTALLATION OE ANOTHER ELOOR-MOUNTED BELT SYSTEM SIMILAR 
TO THAT RECENTLY INSTALLED AT BERLIN. PRIOR TO GRANTING 
APPROVAL TO SAID REQUEST, SY/OPS/T HAS A NEED EOR SOME ADDI- 
TIONAL MAGNETIC FIELD MEASUREMENTS ON THE BELT SYSTEMS AT 
BERLIN. 

2. IT IS SY/OPS/T'S UNDERSTANDING THAT RTC ERANKFURT HAS 

A RFL MODEL 750A GAUSSMETER WHICH WILL DETERMINE MILLIGAUSS 
MEASUREMENTS IN A BELTED ROOM. IF THE GAUSSMETER IS AVAIL- 
ABLE THE EOLLOWING INEORMATION IS PROVIDED EOR YOUR USE. 
CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 STATE 106572 


3. REQUEST YOUR OEEICE CONDUCT MEASUREMENTS AS LAID OUT IN 
THE BELT SYSTEM INSTALLATION AND MAINTENANCE MANUAL, P. 10, 
PARA. 2.3.4. SHOULD YOU ELECT TO USE THE PROCEDURE OUT- 
LINED ON PAGE 10, PARA. 2.3.5., EORUARD THOSE RESULTS ALSO. 

IE ANY MEASUREMENTS HAVE ALREADY BEEN MADE, PLEASE SEND 
THEM TO SY/OPS/T AS SOON AS POSSIBLE. VANCE 
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